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UNCLASSIFIED 

PAGE 0 1 MOSCOW 18270 03 1 328Z 
ACTION FBOE-OO 

INFO OCT-01 EUR- 1 2 ISO-OO A-01 SMS-02 /016W 

073949 031332Z/44 

P 031320Z AUG 78 
FM AMEMBASSY MOSCOW 
TO SECSTATE WASHDC PRIORITY 5114 
INFO AMCONSUL LENINGRAD 
AMEMBASSY HELSINKI 

UNCLAS MOSCOW 18270 

E.O. 11652: N/A 

TAGS: ABLD, AFSP, ASEC/NSU 

SUBJECT: LENINGRAD FIRE DETECTION SYSTEM 


Message Text 


REF: (A) STATE 192580, (B) MOSCOW 17959 

1 . PRELIMINARY ARRANGEMENTS HAVE BEEN MADE FOR TWO 
ELECTRICIANS FROM HELSINKI TO MEET WITH FBO/M NORTH 
IN LENINGRAD TO COMPLETE SUBJECT INSTALLATION. 
ESTIMATED COST INCLUDING WAGES, PERDIEM, TRAVEL, 

WITH EMBASSY FURNISHED QUARTERS IS DOLS 3000 FOR 
40 HOUR WEEK ESTIMATED TIME FOR COMPLETION OF WORK. 
COST OF NORTH'S TDY NOT INCLUDED. 


2. PLEASE CONSIDER AUTHORIZATION AND ADVISE IN- 
CLUDING APPROPRIATE ALLOTMENT CITATION. UPON 
DEPARTMENT'S REPLY, FBO/M CAN THEN NOTIFY HELSINKI 
RE VISAS AND SCHEDULE THE WORK, INCLUDING NORTH'S 
TDY. 

TOON 
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